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121— IMMACULATE  CONCEPTION 
CATHEDRAL,    DENVER,    COLORADO  ^ 
The  Immaculate  Conception  Cathedral 
olic)  is  the  most  beautiful  Church  struct 
Denver.    It  is  of  French  Gothic  desig 
within    and    without,  with  altars  of 
Carrara  Marble.    In  one  of  the  spire 
chime  of  15  bells,  said  to  be  the  largest  ^him 
in  the  United  States^  a 


in  the  United  btates^  n  *. 


on  D 

^  POST'  cnRD- 

'.<JLa  \[) 


